MEMORANDUM FOR: Chief, EE 
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SUBJECT: DTLINEN Annual Review 


In the light of recent Headquarters -Station cable exchanges, 
it does not seem appropriate, at this time, to review DTLINEN 
as if it were a normally viable project. The PP Staff will, 
therefore, defer its review until such time as the status of the 
project becomes more clear. 


X 


3 


3 


Lhief 

Psychological and Paramilitary Staff 


HCLASSIHED AID RELEASE Q BY 
(IfftU t N TELL ! G £ N C E AGENCY 
HfieiSNETfllOSCXEMMION 3 0 2 8 
NAZI WAS CRIWES DISCLOSURE AC1 
DATE 2007 


D Kliment Mo. — —~y 

No Cfcmge fa Cass. M 

rj | CrciawSfiod ' 

l SL B S0CIW 


C 1 



